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Exeunt, 


■Tie Hifterieof 

Goo(in,on wednefday next our Council we will hoM 
At W»ndfor,fo informe the Lods: 

But come yourfelfc with fpeedc to vs againe, 

For more is to be faidc and to be done. 

Then out of anger can be vttered. 

rvejl. I will, my Liege. , . „ 

Enter Trincc of Wales and Sir Iohn Faljralp , 

Falf. Now I/d/ } what time of day is it lad? 

* Trtnce . Thou art fo fat-witted, with drinking of o'de facie?, 
and vnbuttoning thee after flipper , andflccpingvpon benches 
after noone ; that thou haft forgotten to demaund that crucly 
which thou wouldeft truely know . What a deuiii haft thou to 
doe with the time of the day ? vnlefle houres were cups of facke, 
and minutes capons , and c'ockes the tongues ofBaudes, and 
X)iaUesthefignesof!c3pinghoufes, andthebleffcd (mine him* 
fc!f ca fairc hot wench in flame-coulered taffata ; Ifceno rea* 
fon why thou fhoudeft be fuperfluous to demaunde the time of 

Falf. Indeede you come neerc mee now Hat Sox We that take 
purfes, go by the moone & the feuen ftarres, and not by Pheebw, 
he, that wandring knight fo fairer and I prcthcc fweet wag, when 
thou art King, asGodfaue thy grace: maieftic 1 ftiouidfay, for 
grace thou wilt haue none. 

prince. What none? 

falf. No by my troth, not fo much as will ferue to bee pro- 
logue to an egge and butter. 

Prince Well, how then?come roundly, roundly. 

Eedf. Mary then, fweete wag, when thou art King, let not vs 
that are Squires of the nightes body, bee called theeues of the 
daicsbeautie: let vs bee Diannes forrofters , Gentlemen of the 
Ibade, minions ofthe Moone, and let men fay , we bee men of 
goodgouernment, being gouerned as thefcais, by our noble 
and chaftcmiftreffe the moone, vnacrwhofe countenance wee 
fteaie. 

Prime. Thou faieft well, and it holdes well too.for the fortune 
ofvs that are the mooncs men , doth ebbe and flow like the fea, 
being gouerpe d as the fea is by the moone, as for proofc . No w 
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Henry tie fourth, 

a purfe ofgoldc mod relolutely fnacht on Monday night , and 
ntofl diffblu tely (pent on T uefday morning, got with fwearing, 
lay by, and (pent with crying, bring in : now in as low an ebbe as 
the foote of the ladder, and by & by in as high a flow as the ridge 
ofthe gallowes, 

Falf, By the Lord thou faieft true lad , jind is not my hofteffe 
of the tauerne a mod fweete wench? 

Prin. As the hony of Hibla, my old lad ofthe caftk-,and is not 
a buffe ierkin a mo ft fweete robe ofdur.ince? 

Falf How now , how now mad wagge , what , in thy quips 
and thy quiddities ? what a plague haue I to doe with a buffe 
ierkin? 

Prince. Why what a poxe haue I to do with my hofteffe of 
the tauerne? 

Falf W ell, thou haft cald her to a reckoning many a tiro? 
and oft. 

Prince, Did I euer call for thee to pay thy part? 

Falf, No,Uc giue thee thy duc.thou haft paid all there. 

’Prin. Y ea and e!(c where , fo far as my coine would ftretch, 
and where it would not> I haue v (ed my credit 

Falf. Yea, and fo vs d it, that were it not heere apparant that 
thou art heire apparant. But I pretheefwect wag, (hall there bee 
gallowes ftanding in England when thou art King? and refoluti- 
©n thus fubd as it is with the ruftie curbe of old father Anticke the 
Jaw:donot thou whemhou art Kinghanga theefc. 

“prince. No,thou (halt, 

Falf, Shall ]lO rare/ by the Lord He be a brauc iudge. 

Prince. Thou iudgeft falfe alrcadie , I meane thou /halt hatf« 
the hanging ofthe theeues, and fo become a rare hangman. 

Falf. Well Hal, w clfand mfome for t it iurapes with iny humor,, 
as well as waiting in the Court I can tell you. 

Prince. For obtaining of fates? 
laif. Yea, for obtaining offutes , whereofthe hangman hath 
no leane wardrop. Zblood I am as malancholy as a gyb Cat, or a 
lugd Beare. ° 

Prince. Or an old Lioii-or a loners Lute, 

Falf, Yea, or the drone of aLinconlhire bagpipe. 

Pr 'mce. Wh#t faieft thou to a Hare , or the malancholy of 

Mooitditcb? 
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